Light House Inn and Light House, Grosse Point, Detroit; Mich. 


PLACE STAMP 


POST CAF) 
RL UNITED STATES 
AND CANADA | 
1410—LIGHT HOUSE INN AND ONE CENT 
LIGHT HOUSE, GROSSE POINT. This FOREIGN 
Light House is situated at the mouth of the : 
Detroit River and is an important light to TWO CENTS. . 
navigation. LIGHT HOUSE INN is a popu- 
lar resort for Automobiles, as well as boat 
and launch parties. 
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